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After the original painting by Tony Binder. 
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By Appointment. 


(For Address Only) 


The Mosque of Omar, Jerusalem. This 
splendid octagonal building, of which the sides are 
60 feet long, was begun by Abdal Malik, in the 
year 697 a.d., on the spot of the Temple of Solomon. 
It contains the Holy Rock, on which the Ark 
of the Covenant has been placed, and from 
whence, as the Mahomedan believe, the prophet 
Mahomed was taken to Heaven. The actual 
dome is 90 feet high, and was erected by the 
Khalifa Hakim in the year 1022 a.d. The splendid 
windows and ornaments were finished by Sultan 
Soleiman in 1528/29. 















After the original painting by Tony Binder. 
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TUCK’S POST CARD 



CARTE POSTALE 


By Appointment. 


(For Address Only) 


The Mosque of Omar, Jerusalem. This 
splendid octagonal, building, of which the sides are 
60 feet long, was begun by Abdal Malik, in the 
year 697 a.d., on the spot of the Temple of Solomon. 
It contains the Holy Rock, on which the Ark 
of the Covenant has been placed, and from 
whence, as the Mahomedan believe, the prophet 
Mahomed was taken to Heaven. The actual 
dome is 90 feet high, and was erected by the 
Khalifa Hakim in the year 1022 a.d. The splendid 
windows and ornaments were finished by Sultan 
Soleiman in 1528/29. 
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After the original painting by Tony 
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The Mosque of Omar, Jerusalem. 

This splendid octagonal building, of 
which the sides are 60 feet long, was 
begun by Abdal Malik, in the year 
697 a.d., on the spot of the Temple of 
Solomon. It contains the Holy Rock, on 
which the Ark of the Covenant has been 
placed, and from whence, as the Mahomedan 
believe, the prophet Mahomed was taken 
to Heaven. The actual dome is 90 feet high, 
and was erected by the Khalifa Hakim in the 
year 1022 a.d. The splendid windows and 
ornaments were finished by Sultan Soleiman 
in 1528-29. 
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